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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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Invent a New India Using Knowledge 
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Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 
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SPECIFICATION FOR 
PLIERS, CLASP ADJUSTING, DENTAL 
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( First Revision ) 
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1. Scope — This standard prescribes requirements for clasp adjusting pliers used in dentistry. 
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2. Shape and Dimensions — As shown in Fig. 1 . 
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3. Hardness — 370 to 41 HV. 
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4. Other Requirements — As laid down in IS : 12507-1988 'General requirements for dental pliers'. 
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EXPLAN ATO R Y N OTE 
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This standard was first published in 1974. This revision has been brought out to take into account 
the provisions of the Indian Standard on general requirements for dental pliers, IS : 12507-1988. 
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Adopted 24 October 1988 


© March 1989, BIS 


Gr 1 



BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN. 9 BAHADUR SHAH ZAFAR MARG 

NIW DELHI 110002 



IS: 7334 -1988 



ih-1-ODiA -~\r- 




K- 1-2 DIA 



2-5-H 




ENLARGED VIEW A 




ENLARGED VIEWB 



ENLARGED VIEW C 
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ENLARGED 
SECTION XX 
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ENLARGED 
SECTION YY 
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ENLARGED 
SECTION ZZ 



All dimensions in millimetres. 
FIG. 1 PLIERS, CLASP ADJUSTING, DENTAL 
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